Animas  River  lawsuit  against  EPA  'on  the  table,'  Colorado  AG  says 

http://www.denverpost.com/news/ci_28626632/animas-river-lawsuit-against-epa-tab1e-co1orado- 

ag 

Navajo  Nation  plans  legal  action  against  EPA  over  contaminated  water 

http://www.cnn.com/2015/08/12/us/navajo-nation-water-cpa-spill/index.html 

Letter  to  Editor  PREDICTED  COLORADO  EPA  SPILL 

http://www.thetreeofliberty.com/vb/showthread.php72 1 69 1 7-Letter-to-Editor-PREDICTED- 
COEORADO-EPA-SPILL 

Did  the  EPA  intentionally  poison  Animas  River  to  secure  SuperFund  money? 

http://www.sott.net/article/300066-Did-the-EPA-intentionally-poison-Animas-River-to-secure- 

SuperFund-monev 

EPA  takes  calls  on  Animus  River  disaster  with  little  information  to  share 

http://watchdog.org/233542/will-epa-coiTect-damage/ 

Toxicologist  Skeptical  Of  Early  Animas  River  Reports,  Metals  Are  ‘Long  Term  Poisons’ 

http://www.drudgereportarchives.net/Article.php?ID=732910& 

Mine  waste:  Fearing  stigma,  Colo,  contested  Superfund  status:  Federal  funds  could  have  helped 
with  cleanup  years  earlier 

http://www.trivallevcentral.com/casa  grande  dispatch/national_news/mine-waste-fearing- 
stigma-colo-contested-superfund-status/article  26 1 26344-4 1 07-1 1 e5-8b77~33c0b792a546.html 

EPA’s  Gold  King  Mine  Spill  Was  Predicted  6 Days  in  Advance 

http://moonbattery.com/?p=6 1 825 

Animas  River  spill:  Gold  King  Mine  one  of  many  in  area  releasing  heavy  metals-laced  waste 

http://mvinforms.eom/en-us/a/l  54 10809-animas-river-spill-gold-king-mine-one-of-many-in-area- 
releasing-heavv-metals-laced-waste/ 

Colorado’s  mine  spill  not  expected  to  affect  Washington  County  water 

http://www.stgeorgeutah.com/news/archive/20 1 5/08/ 1 2/mgk-colorados-mine-spill-not-expected- 
affect-washington-county-water-deliveries/#.VctvTvlVhHw 

Colorado  Mine  Spill  Aftermath:  How  to  Clean  a River 

http://newscodex.com/eo1orado~mine-spill-aftermath-how-to-c1ean-a~rivcr- 

7ad3b4c62b5546f6bcb  1 f0f663490f98 

NMED  test  show  little  change  in  rivers’  pH  levels  after  Gold  King  Mine  spill 
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https://bakken.com/news/id/242738/nmed-test-show-little-change-in-rivers-ph-levels-after-gold- 

king-mine-spill/ 

EPA  Says  it  Released  3 Million  Gallons  of  Contaminated  Water  into  River 

https://www.faeebook.eom/NPR/posts/1 0 1 53729544446756 
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